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ACTION COME-OO 

INFO OCT-01 ARA-06 ISO-OO EB-07 /014W 

054146 

R 042320Z FEB 76 
FM AMEMBASSY MEXICO 
TO SECSTATE WASHDC 2832 


LIMITED OFFICIAL USE MEXICO 1537 

EO 11652: NA 
TAGS: BENC MX 

SUBJECT: MAJOR PROJECT: EQUIPMENT FOR CHILDREN S WELFARE HOSPITAL 
REF STATE 23764 

1 . EMB CONTACTED IMAN, INSTITUTO MEXICANO PARA ASISTENCIA 
A LA NINEZ, FEB. 2. RESPONSIBLE OFFICIAL, ARCHITECT (FNU) 

ROBLEDO, STATES IMAN STILL INTERESTED IN AHF EQUIPMENT 

AND HAS NECESSARY FUNDS, BUT THESE MUST BE EXPENDED ACCORDING 
TO SET TIME SCHEDULE. APPARENTLY THIS SOURCE OF MISUNDER- 
STANDING. 

2. FYI: GOM HAS NOT SUSPENDED SPENDING IN GENERAL FOR 1976. 

LACK OF RESPONSE TO EMB 1 1325, DEC. 123, 1975, CAUSED 
DELAY IN THIS REPLY. 
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